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'CANTONMENTS
Summary  of Recommendations

Recommendations.
	Initial Ba\ing
	Rectitnng saving
	bavingirt 1032^:i,


	Rs
	&6
	RR

{!) Reductioh of three inspecting officers   .
	.
	65,000
	63,000

(2) Gradual substitution of Indian officers fot executive ofeceifc with Kitig'b Comnmaions
	
	2^5,000
	

'(3) Reduction of mihtaJy estates expenditure
	
	I^^IXK)
	1,00,000

(4) Reduction of present loss in water tfbpply  (no estimate available) .
	.
	
	

*(5) Reduction of grants m-afd Total
	
	1,00,000
	1,00,000

	
	4,90,000
	2,65,000

